ARIA 


Associates For Research On Indoor Air 

Co-ordinator G.B. LESLIE, F.R.C Path. 

2 Ivel Gardens 
Biggleswade 

Beds. SGI8 OAN. England 
Tel: (0)767 318474 
Fax: (0)767 313929 


Ms Roma Clucas 

Covington & Burling 

46 Hertford Street 

Mayfair 

London 

W1Y 7TF 


10th February 1992 


Dear Roma 

I am appending an invoice from Roger Perry. 
With Best Regards 

jp 

George Leslie 


Source: https://www.industrydocuments.ucsf.edu/docs/nplmOOOO 


2023592966 



